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Captions 


Captions 


English Digital recreation of the blazon of Arconte Teodoro Haji Agha di Caso (1864) by the Kassotis Family Museum. 


Summary 


Description English: Escutcheon Field: Azure / Sable. Charges: A chevron argent surrounded by a fireball gules, a phoenix gules, and a man's 
head gules. 


Date 10 July 2024 
Source | @ — = This vector image was created with Inkscape, and then manually edited. Made by PKassotis 


Author | PKassotis 


Permission 
(Reusing this file) 


This image shows a flag, a coat of arms, a seal or some other official insignia. The use of such symbols is restricted in 


+ many countries. These restrictions are independent of the copyright status. 


Licensing 


I, the copyright holder of this work, hereby publish it under the following license: 


This file is licensed under the Creative Commons Attribution 4.0 International license. 
; You are free: 
C nate : 
son cce = to share — to copy, distribute and transmit the work 
® » to remix — to adapt the work 
Under the following conditions: 


= attribution — You must give appropriate credit, provide a link to the license, and indicate if changes were made. You 
may do so in any reasonable manner, but not in any way that suggests the licensor endorses you or your use. 
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Click on a date/time to view the file as it appeared at that time. 


Date/Time Thumbnail Dimensions User Comment 


current | 07:35, 10 July 2024 1,890 x 2,319 (7.21 MB) | PKassotis (talk | contribs) | Uploaded own work with UploadWizard 
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File usage on Commons 


There are no pages that use this file. 


Metadata 


This file contains additional information such as Exif metadata which may have been added by the digital camera, scanner, or software program used to create or 
digitize it. If the file has been modified from its original state, some details such as the timestamp may not fully reflect those of the original file. The timestamp is 
only as accurate as the clock in the camera, and it may be completely wrong. 
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Structured data 


In dieser Datei abgebildete Objekte 
depicts 


coat of arms 


creator 


Einige Werte ohne einen Wikidata-Eintrag 


_ author name string: PKassotis 
__ Wikimedia username: PKassotis 
- URL: https://commons.wikimedia.org/wiki/User:PKassotis 
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Creative Commons Attribution 4.0 International 
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